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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 00492 240937Z 
51 

ACTION NEA- 12 

INFO OCT-01 ISO-OO INT-08 EB-11 AGR-20 SCI-06 AID-20 

CIAE-00 INR-10 NSAE-00 RSC-01 DRC-01 DODE-OO PM-07 

NSC-07 SP-03 SS-20 /127 W 

040708 

R 2409 16Z APR 74 
FM AMEMBASSY ABU DHABI 
TO SECSTATE WASHDC 1504 
INFO AMEMBASSY BEIRUT 
AMEMBASSY KUWAIT 

UNCLAS ABU DHABI 0492 

DEPT PASS DEPT OF INTERIOR 

EO 11652: NA 

TAGS: TECH, BEXP, TC, US 

SUBJ: SHAIKH ZAYID REQUESTS US EXPERTS STUDY DAM 
CONSTRUCTION IN UAE 

REF: ABU DHABI 0485 

ADDRESSEES REQUESTED CORRECT FOLLOWING IN REFTEL. 

PARA 1 FINAL SENTENCE SHOULD READ QUOTE ZAYID OUTLINED 
FOR CHARGE AND HODGES HIS IDEA FOR CONSTRUCTION OF SEVERAL 
COFFER DAMS SIMILAR TO THOSE LOCATED ON EASTERN RPT EASTERN 
SIDE OF JORDAN RIVER VALLEY TO HARNESS AND COLLECT RAIN 
WATER. 

GRIFFIN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, CONSULTANTS, DAMS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ABUDFI00492 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740096-0667 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974041 9/aaaaaqqx.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: ABU DHABI 0485 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 28 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 FEB 2002 by averetam>; APPROVED <02 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SHAIKH ZAYID REQUESTS US EXPERTS STUDY DAM CONSTRUCTION IN UAE 
TAGS: TECH, BEXP, TC, US 
To: STATE 
Type: TE 
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